FOR THE COMMUNITY "S CHOICE 
FOR MAYOR — "KEN GIBSON 


City of Newark senos ANESES cni HARRIS e nozo PINCKNEY oos TUCKER VOTING MACHINE SAMPLE BALLOT 
4 OLIVER... casr vano MUNICIPAL ELECTION, MAY 12, 1970 
Donn WESTBROOKS — cENTRAL WARD Polls Open From 7:00 A.M. to 8:00 P.M. 
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FOR COUNCILMAN- AT- LARGE 
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